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15 June 1976 
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|PMCD will be over to desk audit the following positions 
on 22 June 1976 which will finish up our FY 1976 Planning Paper: 

10:00 am. C^T/Systems Adm. GS-8 new 


A^A/Ma^S-hs Branch upgrade GS- 13 to 14 ^ 


A^A/ Analysis Branch GS-9 new 


STATINTL 


have been advised. 
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